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288. 


NOTE ON THE CURVATURE OF A PLANE CURVE AT A DOUBLE 
POINT, AND ON THE CURVATURE OF SURFACES. 


[From the Quarterly Journal of Pure and Applied Mathematics, vol. 111. (1860), 
pp. 322—326.] 


THE radius of curvature of a plane curve at a double point is most readily 
determined as follows: viz. if a, y be the coordinates of the double point, @ the 
inclination to the axis of æ of the tangent to the branch under consideration, and 
u, v the coordinates measured from the double point as origin, parallel and perpen- 
dicular to the tangent, of the consecutive point on such branch, then the radius of 
curvature for the branch in question is . 


the coordinates of the consecutive point are 


æ+ u cos 0 —v sin 0, 

y+ usin 0 + v cos ð, 
and the value of w+2v is to be found by substituting these expressions for æ, y in 
the equation of the. curve. Let U=0 be the equation of the curve; then at the 
double point, U and the differential coefficients of the first order vanish, let those of 
the second order be (a, b, c) and those of the third order (a, b, c, d), then substituting 


we have 
$ (a, b, c) (woos 0 —v sin 0, usin 0 +v cos 0} 


+4(a, b, c, d) (u cos 0 — vsin 0, usin 0 +v cos 0Y = 0. 


The coefficient of w is 
4 (a, b, c) (cos0, sin 6), 
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which vanishes, since it is by putting this function equal to zero that we find the 
direction of the tangents at the double point. For the present purpose we are con- 
cerned with one of the two branches only, and in all that follows the ratio cos@: sin 8 
will denote a determinate root of the quadratic equation ; viz. the root which corresponds 
to the branch in question. 


The equation takes therefore the form 
Buv+ 40r +4 Dui + &e. = 0, 


which might be satisfied by assuming Buv+4Cv?=0, but the values so obtained belong 
to the branch which does not touch the tangent; the proper solution is 


Bw + § Dv = 
and thence 
ee 
pT 


or substituting for B, D their values, the radius of curvature is 


_3(a, b, c) (cos 0, sin @)(—sin 0, cos em 
(a, b, c, d)(cos 0, sin )* 


where the expression in the numerator is 


= (— a + c) sin ĝ cos 6 + b (cos? 0 — sin? 8), 
=4 |(c — a) sin 26 + 2b cos 26}. 


The curvature, at the point of contact, of the curve in which any surface is inter- 
sected by a tangent plane cannot be found by the ordinary theory of the curvature 
of surfaces, being (by reason that the point of contact is a double point on the curve) 
a case of exception from that theory. The foregoing method may be applied to the 
solution of the question as follows: Let U=0 be the equation of the surface, and 
suppose that (æ, y, z) refer to the point of contact of the tangent plane. Let LZ, M, N 
be the first differential coefficients of U at this point, (a, b, c, f, g, h) the second 
differential coefficients, (a, b, c, f, g, h, i, j, k, 1) the third differential coefficients. Let 
A, m, v be proportional to the cosines of the inclinations to the axis of the tangent 
to one of the two branches through the double point; the ratios à : w: v are 


determined by 
(L, M, N) (^, m, v) =9, 


(a, b, c f, g, AOA, p, v=. 


Let u, v be proportional to the coordinates of a consecutive point measured, from the 
point of contact as origin, in the direction of the tangent and in the perpendicular 
direction in the tangent plane. The cosines of the inclinations of u to the axes are 
as X%::v; those for the inclinations of the normal to the axes are as as DE ee 


hence for the coordinate v which is perpendicular to the plane of the last- mentioned 
o9—2 
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two lines, the cosines of the inclinations to the axes are as Nu— Mv: Lv- Nr : Mr— Lp, 
and the coordinates of the consecutive point may be taken to be 

æ+ ru + (Np — Mr) 2, 

y+ pu+ (Lv — Nd)», 

z+ vu + (M — Lp) v. 


Substituting these values in the equation of the surface, the terms involving the first 
powers of u, v vanish, and the term involving w also vanishes in virtue of the relation 
(a, b, c f, 9, h)(A, p, v} =0. The equation consequently becomes 


Bw +40% + 32Dv +... =0, 
and we have as before for the branch in question, 


uiia pasA 
20 De 

In the present case u, v have been taken, not as before equal, but only pro- 

portional, to the coordinates of the consecutive point measured from the point of 

contact parallel and perpendicular to the tangent, the values of the coordinates are in 


fact 


Np tuU, NLM NV? NNER, 
and the expression for the radius of curvature is 


pi VEET u? 
VL+ w’ 


2 
or substituting for = the value — = and for B, D their values, the radius of 


curvature is 


ae twtr (a b, c f, g, h) O, m, v) Np- Mr, Ly~ Nd, Mr- Lp) 
V7? + 2+ N? (a, b, G f g, Bei, J k, 1) Nuw) ‘ \ 


where, as already noticed, the ratios à : u : v are determined by the equations 
(La M, N)(A, », v) = 9, 
(a, 6; of; oy DA, poy=0,; 


the system of roots selected being that which corresponds to the branch under con- 
sideration. It may be noticed that these two equations give 


A B, CG, §, G, HL, M, NY. (a, b,¢6,f 9, DOA, w vP-K[(L, UM, NA, pw, v)P=9, 
where as usual 
A, B, C, F, ©, H)=(be-—f?, ca—g, ab—h?, gh—af, hf — bg, fg — ch), 
K = abe — af? — bg? — ch? + 2fgh, 
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and the expression on the left-hand side considered as a function of (à, p, v) is 
decomposable into a pair of factors. Selecting the proper factor and equating it to 
zero, we have in addition to the linear equation 


(L, M, NV), H v) = 0, 


a new linear equation; these two equations determine the ratios A : p : v. 


P.S.—I remark that the process adopted for finding the radius of curvature at a 
double point of a plane curve is the most simple one for the case of an ordinary 
point on the curve. In fact let U=0 be the curve, (a, y) the coordinates of the 
point in question, Z, M the corresponding values of the first differential coefficients, 
(a, b, c) those of the second differential coefficients. The coordinates of the consecutive 
point are 

æ + u cos 6 — vsin 0, 


y + usin ĝ +v cos 0. 
Substituting these in the equation of the curve, we have 
L (u cos O — vsin 0) + M (usin 8 + v cos 0) +4 (a, b, c) (u cos 0 — v sin 0, usin 0 +v cos 0? = 0, 
the coefficient of u must be zero, or we have 
Lcos 0 + M sin 0 =0, 
giving 
L M 


GHP A E Ea S cos 6 = 


VIE + Me’ VEM?’ 
and the equation may be reduced to 
NL? + M?v+4(a, b, c) (cos 0, sin 0} u? =0, 
or what is the same thing 
(22+ MÈ v +4 (a, b, c) (M, — LY w =0, 


whence the radius of curvature 


E. A a, b, c) (M, — LY 
PE (Le + MÈ 


which is the ordinary form for the radius of curvature at any point of a curve 
represented by the equation U=0. 


2, Stone Buildings, W.C., October 2nd, 1859. 
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